[Key Company _|Key__—[Type_ [Brand of Elevator Secondary Funct. 


ILCO 
YALE 
YALE 
YALE 
YALE 
YALE 
YALE 
YALE 
YALE 
YALE 
YALE 
Unknown 
MEDECO 
MEDECO 
MEDECO 
MEDECO 
Allen Bradley 


Northeast 


Northeast 
Northeast 
Northeast 
Northeast 


Northeast 


Northeast 
Northeast 
Northeast 
Northeast 
Northeast 


Northeast 


Northeast 
Northeast 
Northeast 
Northeast 
Northeast 
Northeast 
Northeast 
Northeast 
Northeast 
Northeast 
Adams 
Adams 
Adams 
Adams 
Hudson 
Chicago 
Chicago 
Chicago 
Chicago 
Chicago 
ILLINOIS 
ILLINOIS 
ILLINOIS 
ILLINOIS 
ILLINOIS 
YALE 
YALE 
YALE 
Hudson 
Northeast 
ILLINOIS 
CCL 


KAB1 
255 

2642 
3500 
3501 
3502 
14398 
GA 

GB 

GE 

SA [2] 
T-124 [3] 
R63C FS 
R63C INS 
R63C LF 


Dimple 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Other 

Single Bitting 
Single Bitting 
Single Bitting 


R63C MK [4 Single Bitting 


D018 
UTA 


UTB 
UTC 
UTD 
UTE 


UTF 


UTG 
UTH 
L201 
L202 
L203 


L204 


L205 
L206 
L207 
L208 
MKO1 
MKO2 
MKO3 
MKOo4 
MKO5 
AZFS 
AE102 
GG101 
MA115 
MM101 
Wwb01 
G1601P 
G1601X 
G1612x 
G1613P [6] 
G1617P 
USE1 
USE2 
USE3 
USE4 
USE5 
Oco1 
OCO4 
501CH 
HWwo2 
7112 
AS100 
BGM30 [8] 


Single Bitting 
Double Bitting 


Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 


Double Bitting 


Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 


Double Bitting 


Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 
Single Bitting 


Schindler 

White Plains, NY 
Unknown City 
Armor 

Armor 

State of New Jersey 
Armor 

OTIS [1] 

OTIS 

OTIS 

OTIS 

OTIS/Otis 

GAL 

GAL 

GAL 

GAL 


Otis 


Otis 
Otis 
Otis 
Otis 


Otis 


Otis 
Otis 
Thyssenkrupp 
Thyssenkrupp 
Thyssenkrupp 


Thyssenkrupp 


Thyssenkrupp 
Thyssenkrupp 
Thyssenkrupp 
Thyssenkrupp 
Montgomery-KONE 
Montgomery-KONE 
Montgomery-KONE 
Montgomery-KONE 
Montgomery-KONE 
State of Arizona 
Adams 

Adams 

Adams 

Adams 

Adams 

GAL 

GAL 

GAL 

GAL 

GAL 

US Elevator 

US Elevator 

US Elevator 

US Elevator 

US Elevator 
Schindler 
Schindler 
Schindler 
Schindler 
Schindler 
Schindler 

Otis 


STOP/RUN ESC. STOP/RUN 


INSPECTION 
ESC. STOP/RUN 


INSPECTION 


MASTER KEY 

STOP/RUN 
INSPECTION 
ENABLE 


ATTENDANT SERVICE 
FLOOR LOCKOUT [5] 


Floor Button Cutout 


INSPECTION 

EMERGENCY 

POWER 
FLOOR LOCKOUT 


FLOOR LOCKOUT 
[Unknown/Custom] 
[Unknown/Custom] 


INSPECTION 


LOCKED CABINET 
EMERGENCY 
POWER 
INSPECTION 
FLOOR LOCKOUT 
[Unknown/Custom] 
[Unknown/Custom] 
STOP/RUN 
MEDICAL 


INSPECTION 


HALL, FLOOR LOCKOUT LOCKED CABINET 
INSPECTION 


STOP/RUN 
INSPECTION 
FLOOR LOCKOUT 


INSPECTION 


FLOOR LOCKOUT 
INSPECTION 
FLOOR LOCKOUT 


SPECIAL [7] 


LOCKED CABINET 


HALL LOCKOUT 


Micro-Switch 
Micro-Switch 
Chicago Lock 
Chicago Lock 
Chicago Lock 
Chicago Lock 


Chicago Lock 


Chicago Lock 
Chicago Lock 


Chicago Lock 
Northeast 


Northeast 
Northeast 
Northeast 
Northeast 


Northeast 
Northeast 
Northeast 
Northeast 


Northeast 
Northeast 
Northeast 
Northeast 


Northeast 
Northeast 
Hudson 
Hudson 


Hudson 
Hudson 
Hudson 
Northeast 


Northeast 
Northeast 
Northeast 
Northeast 
Northeast 
Northeast 


Northeast 
Northeast 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 
GEM 


GEM 


Gamewell 


5074 [9] 
5027 
H1846 
H1848 
H2007 
H2011 


H2252 [10] 


H2304 
H2389 


H2395 
AOO 


Single Bitting 
Single Bitting 
Double Bitting 
Double Bitting 
Double Bitting 
Double Bitting 


Double Bitting 


Double Bitting 
Double Bitting 


Double Bitting 
Double Bitting 


Dover 
Dover 
Dover 
Dover 
Dover 
Dover 


Dover/wheelchair lifts 


Dover 
Dover 


Dover 


Montgomery 


INSPECTION 
FLOOR LOCKOUT 


EMERGENCY STOP 

STOP/RUN 
WHEELCHAIR 
LIFT LOCKOUT 


WHEELCHAIR 
LIFT LOCKOUT 
ESCALATOR STOP/RUN 


A01 Double Bitting Montgomery INSPECTION 
A02 Double Bitting Montgomery HOISTWAY ACC. 
A03 Double Bitting Montgomery FLOOR LOCKOUT 
A04 Double Bitting Montgomery INSPECTION ENABLE 
A40 Double Bitting Montgomery eG bth ae 
H200 [12] Double Bitting Schindler LOCKED CABINET [13] 
a ‘ LOCKED CABINET 
H301 Double Bitting Schindler STOP/RUN 14] 
100T Single Bitting Schindler HALL LOCKOUT 
H315 Double Bitting Schindler 
H341 Double Bitting Schindler 
J200 Double Bitting MAD Fixtures/Monitor FLOOR LOCKOUT 
J202 Double Bitting Monitor 
J204 Double Bitting MAD Fixtures/Monitor FLOOR LOCKOUT 
J217 Double Bitting MAD Fixtures/Monitor INSPECTION 
J201 Single Bitting ERM LOCKED CABINET 
J202 Single Bitting ERM STOP/RUN 
J203 Single Bitting ERM FLOOR LOCKOUT 
J204 Single Bitting ERM HOISTWAY ACCESS 
HW1002 _ Single Bitting ERM 
PTO1 Double Bitting PTL Fixtures 
PTMK Double Bitting PTL Fixtures MASTER KEY 
PTFS Double Bitting PTL Fixtures 
$C1000 Double Bitting State of South Carolina 
700 Single Bitting CJ Anderson INSPECTION STOP/RUN 
700M Single Bitting CJ Anderson HOISTWAY ACCESS 
701 Single Bitting CJ Anderson ATTENDANT SVC. 
702C Single Bitting CJ Anderson 
702H Single Bitting CJ Anderson 
27379 [15] Barrel CJ Anderson 
27380 Barrel CJ Anderson 
EX511 Barrel Innovation 
EX512 Barrel Innovation STOP/RUN 
EX513 Barrel Innovation LOCKED CABINET 
EX514 Barrel Innovation INSPECTION 
EX515 Barrel Innovation 
EX516 [17] Barrel Innovation FLOOR LOCKOUT 
EX517 Barrel Innovation FLOOR LOCKOUT 
EX518 Barrel Innovation FLOOR LOCKOUT 
EX519 Barrel Innovation FLOOR LOCKOUT 
EPCO-1 [18 Barrel Innovation/EPCO LOCKED CABINET | 
EPCO-2 [2C Barrel Innovation/EPCO LOCKED CABINET 
KONE 1 Barrel KONE INSPECTION 
KONE 2 Barrel KONE 
KONE 3 Barrel KONE 
KONE 4 Barrel KONE 
KONE 5 Barrel KONE FLOOR LOCKOUT 
FEO K1 [21 Barrel FEO CODE 


25460 


Other 


Gamewell/Vator 
Accessories 


GEM 
GEM 
GEM 
GEM 
GEM 


GEM 
GEM 
GEM 
ACE 
ACE 


ACE 


ACE 
ACE 


52219 
10404 
39504 
7302 
Vv7801 
V7804 
V7803 
MM7802 
V7825 
BFD-1 
MFD-1 
FUJITEC 
#80 
X4001 
X4002 


Barrel 
Barrel 
Barrel 
Barrel 
Barrel 
Barrel 
Barrel 
Barrel 
Barrel 
Barrel 
Barrel 


Barrel 


Barrel 
Barrel 


Vator Accessories 
Vator Accessories 
Vator Accessories 
Vator Accessories 
Vator Accessories 
Vator Accessories 
Vator Accessories 
Vator Accessories 
Vator Accessories 


FUJITEC 


MAD Fixtures 
MAD Fixtures 


FLOOR LOCKOUT 


LOCKED CABINET 
LOCKED CABINET 


[1] Captital Otis = old Otis keys (pre-1980s) 
[2] This key is still part of the Otis G series keys. 


[3] This key is a tiny key that can be easily told apart from other elevator keys. This key can be found on 
both old and new installations alike, as well as on some Simplex fire alarm solutions. 


[4] This is a master key for all R63C series GAL keys EXCEPT FOR FS! The R63C series keys are for 
high-security installations and are rarely found. 


[5] MOST COMMON LOCKOUT KEY 

[6] The G1613X key is also used for floor lockouts but is not as common. 
[7] Custom purpose, varies by installation. 

[8] Also known as the CAT30 or Simplex "B" key. 

[9] These keys are found on early Impulse installations (1980's) 

[10] Also found on wheelchair lift Installs. 

[11] Functions of A00-A04 keys except for A03 

[12] Schindler H series keys are also known as the fat Schindler keys. 
[13] Most common on older Schindler lock cabinets (1980-90s). 

[14] Found on most newer (post 2000) models. 


[15] These 273 series keys are found in HazMat zone installs on CJ Anderson. The 27379 key is also a 
very common key, and can be found in other applications besides elevators. 


[16] New installs may use this key for light/fan too instead of EX511 & 512. 
[17] These EX5xx lockout keys are also found on non-Innovation fixture elevators. 
[18] Same as EN1 key. 


[19] Locked cabinets that don't use EX511-513 will most likely use these two. However, some may use floor 
lockout keys. 


[20] Same as EN2 key. 


[21] This key is generally used in new installs where no city/state-wide key is required. 


